RG104 E-1 Box 185 


vcasuvij tlcpartnu'ut, 


of the iUuxt, 


^fUasiunntou, 11. Aprii 25 , 1894* 


Suoerintendent Min.t U.S*, 

4* ^ 


Philadelphia, Penna*, 


Sir: 


« 

.1 enclose herewith for examination and -report a quarter dollar 
of the coinage of the Philadelphia Mint of 1875, which is larger in 
diameter than when originally issued. My own impression is that the 
coin has been placed under some powerful pressure, and its diameter 
increased in this manner. :I would be pleased to have you submit it 
to the Engraver, and Coiner, and such other persons in the Mint as 
may be familiar with such matters, and return the same, with your 


report, to this Bureau, 

I* ^ 


Resoectful-ly yours, 



Director of the Mint. 


t', ■ 

■ K ' 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

April 25, 1894 

Superintendent Mint U.S., 
Philadelphia, Penna. 

Sir: 


I enclose herewith for examination and report a quarter dollar of the coinage of the 
Philadelphia Mint of 1873, which is larger in diameter than when originally issued. My own 
impression is that the coin has been placed under some powerful pressure, and its diameter 
increased in this manner. I would be pleased to have you submit it to the Engraver, and Coiner, 
and such other persons in the Mint as may be familiar with such matters, and return the same, 
with your report, to this Bureau. 

Respectfully yours, 

R.E. Preston 
Director of the Mint. 



